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COMPONCMTS HMMRCD WITH THIS SYMBOL MNVE CRITICAL 
*^*CIFICRTlOHf IMPORT AMT FOR PROTECTION FROM FIRE 
AHO ELECTRICAL SHOCK HAZAROS. WHEN SCftVICINS. IT IS 

srcciFtco parts 

BE USED FOR REPLACEMENT. 

PRIOR TO THE RETURN OF THIS APPLIANCE TO THE CUSTOMER. 
ANO UPON COMPLETION OP SERVICINB. SERVICE PERSONNEL ARE 
REOUIRSO TO TEST THIS UNIT FOR ADEQUATE INSULATION 
RESISTANCE BETWEEN THE POWER SUPPLY ANO EXPOSEO PARTS. 
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REFERENCE 

POWER SUPPLY SUB-ASSEMBLY 
DRAWIN8 NO. 40106-000 
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NOTES. 

UNLESS OTHERWISE SPECIFIED. 

ALL RESISTORS ARE EXPRESSED IN OHMS AND ARE 1/4W, 

ALL CAPACITORS ARE EXPRESSED IN MICROFARAOS. 

ALL RAD EL CAPACITORS ARE +/-20X. 

DENOTES DEVICE ATTACHED TO HEATSINK. 

t ED CONN *CTOR AND CABLE ASSEMBLY DRAWING NO. 40104-000 
REFERENCE TRANSFORMER AND CONNECTOR ASSEMBLY NO. 40105-000 
REFERENCE CONNECTOR ANu CABLE ASSEMBLY NO. 43017-000 
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